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On-Page Optimization Report 


http://www.abc.com 


All the measure that can be applied on the website in order to 
get/improve the website in search ranking is called On-Page 
optimization. The role of on page optimization report is imperative 
has to be done with care. 


This report contains all the issues and suggestions to optimize the 
website, follow the suggestion and do changes accordingly. 


All the following On-page factors and the given suggestions needs 
attention and should be fixed likewise, if required to do so. 


Required changes need to be done ASAP as they often play a major 
role in acquiring good position in SERP. In time changes boost SEO 
process positively 


Additional Suggestions 


O 


Note for favicon: We didn’t find a favicon (https://prnt.sc/Nw1D1-4uFx1U) in the website. 
It is a visual representation of your website and business, so users will identify with your 
brand based in browser tabs, browser history, toolbar apps, bookmarks dropdown, and 
earch bar. So, we suggested you kindly add favicon in the website. 


Note for Layout: We inform you that, while we analyzed the website, we found the 
website layout is not eye catching and attractive and also current font size choice add 
frustration to website and variations in your font size also affect your content's hierarchy. 
So, we suggest you ask your developer to make the website home page and inner pages 
layout user friendly. 


Note for Instagram: We inform you that, while we analyzing your website, we noticed 
that Instagram page is not visible without login (https://prnt.sc/Oxivrgxbgi3v). It is not 
good from user experience point of view. So, we suggest you make your Instagram page 
visible to user see post and content without login. 


We noticed that some of the target pages of your website are not indexed yet 
(https://prnt.sc/26u7rmp) in the search engine. So, we will index these below-mentioned 
target pages in the search engines with help of the google search console. 
https://thevoipguru.com/services/voice-services/ 
https://thevoipguru.com/lead-page-voice-services/ 


We inform you that, when we analyze the website, we noticed that the website's home 
page redirects using 302 temporary redirection methods (https://prnt.sc/Irkqxb5) as shown 
in the screenshot. Due to this the ranking of your website could be affected. So, we suggest 
you first resolve this issue after that we will provide suggestions accordingly. 


Menu Bar: As we analyzed your website, we noticed that your website doesn't have menu 
bar. It is not good from SEO point of view as well as from user experience. So, we suggest 
you to create menu bar here (https://prnt.sc/1r3fvel) in your website for specific 
navigation. 


Note For social media Icon Missing: We inform you that, while we analyzing your 
website, we noticed that there are no social media links. It is not good from an SEO point of 


view. So, we suggest you add social icons on your website. 


Note For social media Icon Missing: We inform you that, while we analyzing your 
website, we found only Instagram social page in website. It is not good from SEO point of 
view. So, If have any other social media pages of your website,, we suggest you to add 
more social icons on your website. 


Note For Social Media Icon Missing: We inform you that, while we analyzing your 
website, we noticed that hyperlinking of social media icons is Missing 
(https://prnt.sc/239daxr). It is not good from SEO point of view as well as from user 
experience. So, we suggest you to add correct hyperlinks to all these social icons. 


Note for Separate Service Pages: As we analyzed your website, we noticed that your 
website doesn't have separate pages for your major services. It is not good from SEO point 
of view as well as from user experience. So, we suggest you to create separate new pages 
for your major services to get our target customers easily. 


Blog Page: As we analyzed your website, we noticed that your website doesn't have Blog 
Page. As website ranking point of view, we should have a proper blog page on our website, 
because google rank the unique and new content in comparison to the duplicate and no 
good content on the website. So, we suggest you to create Blog page for website to get our 
target customers easily. 


Blog Page: As we analyzed your website, we have found a Blog Page but didn’t add 
articles to it till now which SEO point of view is not good. So, we suggest you add fresh 
articles to it and also link the blog page to the home page. 

URL: https://cabanskin.com/blog/ 


Page Not Found (404 Page): We inform you that, when we analyzing your website, we 
found some 404 pages on your website as shown below. It is not good for SEO point of view 
as well as from user experience. We suggested you add relevant content on these pages or 
remove the pages from the website. 
https://ssesgas.com/product-category/dresses/?filter_brand=modes 
https://ssesgas.com/testimonials/ 
https://ssesgas.com/2019/04/27/brooklyn-cold-pressed-organic/ 


We inform you that we found a website and its theme is similar to your website like logo, 
header and footer. And its hyperlinks are also found on your website. It is not good from 
SEO point of view. So, we suggest you modify your website and add your logo, favicon and 
hyperlinks. 


Server Error: We have noticed that your website is running in 5xx server error 
(https://prnt.sc/1qxuo7t). It is not good from SEO point of view. So, we suggest you check 
the server of the website and resolve is as soon as possible. 


NOINDEX ISSUE: We noticed that you have added ‘NOINDEX’ meta 
s tag in your website. So, that your website is not appearing in the google search engine. 
So, we need to remove NOINDEX meta robots tag from your website as soon as possible. 


We also noticed that your website is not index yet in the search engine. So, we will index 
your website in search engine with help of google search console. 


Dummy Content: We inform you that, when we analyzing your website, we found Dummy 
content in following pages as shown below. It is not good for SEO point of view. We 
suggested you remove the dummy content and add relevant content on these pages or 
remove the pages from the website. 


Note for Copyright: We inform you that, when we analyzed your website, we noticed that 
your copyright year is not updated (https://prnt.sc/Lh2ic3a). So, we suggest you update 
this to the present year 2021 instead of 2020. 


Note: The following on-page suggestions report have been created in English, please 
translate them in Native language to incorporate changes within the site. 


Note for SSL Certificate: We inform you that, while we analyzing your website, we 
noticed that your website is running in insecure version (https://prnt.sc/wglvsr). It is not 
good from Security point of view as well from SEO point of view. So we recommend you to 
add SSL certificate to your website that was expired (https://prnt.sc/wgly2v) 


https://revivewear.com.au/products/active-abstract-longline-sports-bra 


We inform you that, when we analyzing your website, we noticed that your copyright year 
is not updated (https://prnt.sc/vgt28b). So, we suggest you to update this as present 
year 2020 instead of 2019. 


Ask To client target pages- 

We didn’t found any target page for the keywords “Creche Cleaning”, “Montessori 
Cleaning”. So please suggest us the suitable pages for the given keywords in your 
website. 


Note for Separate Service Pages: As we analyzed your website, we noticed that your 
website doesn't have separate pages for your major services. It is not good from SEO point 
of view as well as from user experience. So we suggest you to create separate new pages 
for your major services to get our target customers easily. 


Note for New Pages: We inform you that, while analyzing your website we noticed that, 
we didn’t find the suitable pages for some of your provided final keywords. So we suggest 
you to create new pages as suggested: 


Note for Contact Us Page: We inform you that, while analyzing your website we noticed 
that, we didn’t find the contact page. So, we suggest you to create contact page and link 
home page Manu bar. 


Keywords: IVA Debt Management Provider in England, IVA Debt Management Provider in 
Manchester, IVA Debt Management Provider In Wales 

New Suggested URL: https://debtfix247.co.uk/iva-debt-management-services 
Suggested Title: IVA Debt Management Provider England, Manchester and Wales 
Suggested Description: - Looking for IVA Management Services in Manchester, Wales 
and England? We are the best IVA debt management service provider in England, 
Manchester and Wales. For more details, contact us! 

Suggested H1 Tag: Create new H1 tag “IVA Debt Management Services” 


Suggested Content: We suggest you to add (200-250 words) keyword orient content with 
suitable Images (in sensible manner) in target page. 


Suggested Canonical Tag: <link rel="canonical" href="https://debtfix247.co.uk/iva-debt- 
management-services” /> 


O Suggested: Meta Robots Tag: <Meta name="robots" content="index, follow, max- 
snippet:-1, max-image-preview: large, max-video-preview:-1" /> 


O0 Keywords: IVA Debt Consolidation Provider In England 
New Suggested URL: https://debtfix247.co.uk/debt-consolidation-services 
Suggested Title: IVA Debt Consolidation Provider England | Debt Consolidation Services 
Suggested Description: We are top IVA Debt Consolidation service provider company in 
England. There will be considerations to think about before entering into an IVA but these 
will be explained fully before proceeding. 
Suggested H1 Tag: Create new H1 tag “IVA Debt Consolidation Services” 
Suggested Content: We suggest you to add (200-250 words) keyword orient content with 
suitable Images (in sensible manner) in target page. 
Suggested Canonical Tag: <link rel="canonical" href="https://debtfix247.co.uk/debt- 
consolidation-services” /> 
Suggested: Meta Robots Tag: <Meta name="robots" content="index, follow, max- 
snippet:-1, max-image-preview: large, max-video-preview:-1" /> 


Keywords and Landing Pages 


Keyword Landing Page 


Rajkot Patola Sarees, Patan Patola Sarees | https://www.sindhoipatola.in/ 
Online, Rajkot Patola Sarees Online, Patan 
Patola, Patola Sarees In Rajkot 


Patola Sarees Online & Online https://www.sindhoipatola.in/collections/ 
Shopping,Traditional Patola Sarees, Patola | patola-saree 

Saree Shops In Ahmedbad, Patola Sarees 

For Sale, Patola Saree Design, Buy Patola 

Sarees Online 


Double Ikat Silk Dupattas https://www.sindhoipatola.in/collections/ 
double-ikat-patola-dupatta 


Optimization of Landing Pages 


@ Landing Page - https://minibaby.sa/categories/276474/%D8%B4%D9%86%D8%B7 


Present Title Tag - Liu 
Suggested Title - Buy Bags for Kids Online | Mini Baby 


Current Description -. biù 


@ Landing Page - https://www.sindhoipatola.in/ 
Present Title Tag - Patan Patola & Rajkot Patola manufacturer - SindhoiPatolaArt 
Suggested Title - 
Current Description - Patola is a century’s old double Ikat weave, with its origins in 
Patan, the northern region of Gujarat. ... Sindhoi Patola Art is proud to present its exclusive 
collection of Patan Patola sarees and Collection of Rajkot Patola Sarees 
Suggested Description - Sindhoi Patola Art is proud to present its exclusive collection of 
Patan Patola sarees and Collection of Rajkot Patola Sarees. Shop Now Today! 


@ Landing Page - https://www.sindhoipatola.in/collections/patola-saree 
Present Title Tag - Patola Sari - SindhoiPatolaArt 
Suggested Title - 
Current Description - Patola Sari are made up of complex dyeing and weaving methods. 
It is easy to get a version of the original Patola pattern 
Suggested Description - Buy Traditional Patola Sarees Online in Anmedbad and Rajkot. 
Patola Saree are made up of complex dyeing and weaving methods. It is easy to get a 
version of the original Patola pattern. Shop Now! 


@ Landing Page - https://www.sindhoipatola.in/collections/double-ikat-patola-dupatta 
Present Title Tag - Double Ikat Patola Dupatta - SindhoiPatolaArt 
Suggested Title - No Change 
Current Description - Authentic Double Ikat Patan patola dupattas woven by hand and 
dyied natural 
Suggested Description - Shop here Double Ikat Silk Dupattas online in India at low rates. 
These Double Ikat Dupattas Online are designed by hand dyeing natural. Shop Now Today! 


Heading Optimization 


@ Page URL - https://www.sindhoipatola.in/ 
Current H1 - 1 H1 Found 
Suggested H1 - Remove the existing H1 tag from current place and put it above the 
content. 
Suggested H1 - Convert existing H2 tag “” into H1 tag 
Suggested H2 - Convert existing H3 tag “” into H2 tag 
Suggested H2 - 
Suggested H2 - Convert strong tag “” into H2 tag 
Suggested H2 - Replace existing H2 tag “Air Conditioner Services” with “Ac Installation 
Services” 
Suggested H2 - Create new H2 tag "Truck Tire Washing Services in Germany" and 
put it here 


@ Page URL - https://www.sindhoipatola.in/collections/patola-saree 
Current H1 - 1 H1 Found 


Suggested H1 - No Change 


@ Page URL - https://www.sindhoipatola.in/collections/double-ikat-patola-dupatta 
Current H1 - 1 H1 Found 
Suggested H1 - 
Suggested H2 - Create new H2 tag "Double Ikat Silk Dupattas for Sale" and put it 
above the fresh content 
Suggested H2 - Replace existing H2 tag “Air Conditioner Services” with “Ac Installation 
Services” 


Optimization of URLs 


@ Existing URL structure of the website is fine, it is good from search engine point of view. 


@ Existing URL structure of the website’s target pages is not fine. It is not good from a search 
engine point of view. So, we suggest you change the URL structure according to the 
following suggestions: 


Existing URL Structure > https://adatewithcharlotte.com/portfolio/ 
Recommended URL Structure > https://adatewithcharlotte.com/private-booking/ 


Optimization of Breadcrumb 


@ A breadcrumb trail on a page indicates the page's position in the site hierarchy, and it may 
help users understand and explore a site effectively. A user can navigate all the way up in 
the site hierarchy, one level at a time, by starting from the last breadcrumb in the 
breadcrumb trail. 


We inform you that while we analyzing your website, we didn’t found breadcrumb in your 
website. It is not good from SEO point of view as well as from user experience point of view. 
So we suggest you to add breadcrumb element in your website as suggested below: 


For Inner Category Pages: Home > Category Page Name > Sub Category Page Name 
(Example - Home > Cloud Technologies > AWS) 

For Product Page: Home > Category Page Name > Product Name 

(Example - Home > iPhone Cases > Black Croc iPhone Case) 


@ Breadcrumb is optimized in the website. It is good from SEO point of view. 


Analysis of Non-index able Attributes (Landing Pages) 


@ Non-indexable attribute ‘iframe’ or ‘frame’ not used in the website. It’s good from search 
engine point of view. 


Optimization of Robots.txt File 


@ Robots.txt file found but is not optimize because we didn’t find sitemap.xml in it. We have 
created optimized robots.txt file. So, we recommend you to add it to root directory of the 
website. 


Image Alt Tag and Image Optimization 


© Web-Page URL: https://biogency.com.au/product-category/products/ 


Image Alt tag found in all target pages of the website. It is good from search engine point of 
view. 


Internal Linking Structure/Navigation Optimization (Landing Pages) 


@ The structure of Internal linking of website is fine and it will not affect our SEO efforts. 


Optimization of hyperlinking 


@ Website URL- https://iamrapid.com/ 


We noticed that the hyperlinking of the inner pages is not fine on the website. it is not good 
from SEO point of view. So, we suggest you check the following screenshots and correct the 
hyperlinks accordingly. 


Screenshot 1 - https://prnt.sc/1re7206 
Screenshot 2 - https://prnt.sc/lre7cbn 
Screenshot 3 - https://prnt.sc/1re7e86 


Website URL- https://www.smfollowers.net/ 


We inform you that, while we analyzing your website, we noticed that hyperlinking of some 
inner page is missing from the latest blog posts section of the website 
(https://prnt.sc/1Lmq2fdx). It is not good from SEO point of view as well as from user 
experience. So, we suggest you to add correct hyperlinks to this page with their respective 
page. 


Website URL- https://www.sindhoipatola.in/ 


We inform you that, while we analyzing your website, we noticed that hyperlinking of some 
inners pages is not correct. It is not good from SEO point of view as well as from user 
experience. So, we suggest you to add correct hyperlinks to following pages as suggested 
below: 


Existing Hyperlinking: Website Navigation > FEATURED ON SINDHOI > 
https://prnt.sc/widtah—> https://www.sindhoipatola.in/ 

Recommended Hyperlinking: Website Navigation > FEATURED ON SINDHOI > 
https://prnt.sc/vp4tu9 > https://www.sindhoipatola.in/collections/patola-saree 


Existing Hyperlinking: Website Navigation > FEATURED ON SINDHOI > 
https://prnt.sc/vp4w23 > https://www.sindhoipatola.in/ 

Recommended Hyperlinking: Website Navigation > FEATURED ON SINDHOI > 
https://prnt.sc/vp4w23 > https://www.sindhoipatola.in/collections/patola-saree 


Existing Hyperlinking: Website Navigation > Menu Bar > https://prnt.sc/vp4z3q > 
https://www.sindhoipatola.in/# 

Recommended Hyperlinking: Website Navigation > Menu Bar > https://prnt.sc/vp4z3q > 
Add hyperlinking of respective page. 


Meta Robots Tags 


Robots.txt file not found. So, we have created optimized robots.txt file. We recommend you 
to add it to root folder of the website. 


Robots.txt file found, but it is not optimized due to we have found another website’s 
sitemap file URL (https://www.travelshowtime.com/contents/sitemap.xml) in it. So, 
we have created optimized robots.txt file. We recommend you to add it to root folder of the 
website. 


Note? If you will create dynamic sitemap file then we will update robots file accordingly. 


@ Optimized Robots.txt file find in website. It’s good from search engine point of view. 


@ Robots.txt file found, but it is not optimized due to didn’t find sitemap.xml file URL. So, we 
have created optimized robots.txt file. We recommend you to add it to root folder of the 
website. 


@ Robots Meta directives (sometimes it’s called "meta tags") are pieces of code that provide 
crawlers instructions for how to crawl or index web page content. The robots Meta tag lets 
you utilize a granular, page-specific approach to controlling how an individual page should 
be indexed and served to users in Google Search results. 


We noticed that you have already added the Meta robots tags on the web pages. It is 
good from SEO point of view. 


@ Robots Meta directives (sometimes it’s called "meta tags") are pieces of code that provide 
crawlers instructions for how to crawl or index web page content. The robots Meta tag lets 
you utilize a granular, page-specific approach to controlling how an individual page should 
be indexed and served to users in Google Search results. 


@ Recommendation: We noticed that you haven’t added the meta robots tags on the web 
pages, SO we Suggest you to add Meta robots tags on the web pages as suggested: 


Page URL: https://www.sindhoipatola.in/ 
Recommended Meta Robot Tag: <Meta name="robots" content="index, follow, max- 
snippet:-1, max-image-preview: large, max-video-preview:-1" /> 


Page URL: https://www.sindhoipatola.in/collections/patola-saree 
Recommended Mata Robot Tag: <Meta name="robots" content="index, follow, max- 
snippet:-1, max-image-preview: large, max-video-preview:-1" /> 


Page URL: https://www.sindhoipatola.in/collections/double-ikat-patola-dupatta 
Recommended Mata Robot Tag: <Meta name="robots" content="index, follow, max- 
snippet:-1, max-image-preview: large, max-video-preview:-1" /> 


Optimization of External Links 


@ Web-Page URL- https://avantixsolutions.nl/ 


5 external links found in the website, none of them seems harmful from search engine point 
of view. 


© Web-Page URL- https://www.misterllantas.com/ 


5 external links found in the website, 1 of them seems harmful from search engine point of 
view. 


Need to add No Follow Tag on following external pages mentioned in below: - 
https://www.neumarket.com.mx/ 


Broken Link Optimization (Landing Pages) 


@ No broken link found in the website. It is good from search engine point of view. 


@ We inform you that, when we analyzing your website, we found 15 Broken links in your 
website. It is not good from search engine point of view. So, we suggest you to check 
attached broken links sheet and resolve them. 


@ We inform you that, when we analyzing your website, we found 2 Broken links in your 
website. It is not good from search engine point of view. So, we suggest you to check 
broken links as below and resolve them. 


Source Page Server Solution 
Response 
https:// https://safemode.com.au/were- | 404 
safemode.com.au/ hiring-part-time-computer- 
work-with-us/ technician-position/ 
http://apple- https://safemode.com.au/ Bad host 
repairs.com.au/ safemode-is-now-in-enmore/ 


Text Content Optimization (Landing Pages) 


We inform you that, when we analyzing your website, 
we found that existing content of the following pages has low keyword density. It is 
required to incorporate targeted keywords (in sensible manner) within the existing content 
in following pages- 


Page URL - 
Content Required For - 


Duplicate Content Found: We inform you that, while we analyzing your website, we 


noticed that your website has duplicate content in following pages. It is not good from SEO 
point of view. So, we suggest you to modify your content in following pages. 


Page URL: https://anytimesepticok.com/ 

Copied From: hitps://alwaysreadyseptic.com/ 

Screenshots: https://prnt.sc/vpob6x 

Content Required For: Fiberglass Tank, Above-Ground Storage Tanks, Above Ground 
Septic Holding Tanks, Above Ground Fuel Storage Tanks, Water Storage Tanks, Liquid 
Storage Tanks 


Solution: So we suggest you to remove all existing content and add new unique and fresh 
content on the page. 


Fresh Content Require: We inform you that, when we analyzed your website, we didn’t 
find enough amount of content on landing pages. So, we suggest you add (120-150 words) 
keyword-oriented content (in a sensible manner) on target pages. Use the keyword 
respective to the pages as suggested below- 


@ Page URL - 
Content Required For - 


@ Page URL - https://www.sindhoipatola.in/collections/patola-saree 
Content Required For - Patola Sarees Online & Online Shopping,Traditional Patola 
Sarees, Patola Saree Shops In Anmedbad, Patola Sarees For Sale, Patola Saree Design, Buy 
Patola Sarees Online 


@ Page URL - https://www.sindhoipatola.in/collections/double-ikat-patola-dupatta 
Content Required For - Double Ikat Silk Dupattas 


Canonical Tag Optimization (Landing Pages) 


@ Canonical issue not found in the website. It’s good from SEO point of view. 


We inform you that, while we analyzing your website, we noticed that canonical issue is 
found in some target pages. It’s not good from SEO point of view. So, we suggest you to 
add canonical tag in following pages as suggested below: 


@ Page URL - hitps://lastbench.me/service2.php?sid=54 
Suggested Canonical - <link rel="canonical" href="https://lastbench.me/smm-panel- 
services" /> 


@ We inform you that, while we analyzing your website, we noticed that canonical issue is 
found in the website. because canonical tags contain “HTTP” version page URLs, need to 
update with HTTPS version Page URLs. So, we suggest you to add canonical tag in 
following pages as suggested below: 


@ Page URL - https://www.whitestonewm.com/ 
Suggested Canonical - <link rel="canonical" href="https://www.whitestonewm.com/" /> 
Note: If other pages have same issue, please do as per the above given suggestions. 


URL Redirection Issue (Landing Pages) 


@ We inform you that, when we analyzing your website, we noticed that your website home 
page also running with (http://www.navanithnest.com/index.html) version as you see 
below. So, we suggest you to redirect this version to main home page 
(http://www.navanithnest.com/) of the website using 301 permanent redirection 
method OR convert this page into 404 Page. 


me rsa TPS emeas peeing O 
10 200 (0) 


https://lastbench.me/ 20 0.93 seconds 


https://lastbench.me/index.php 200 200 10) 0.93 seconds 


@ We noticed that your website is also running in both version (HTTP and HTTPS). It is not 
good from SEO point of view. So, we suggest you to redirect current version 
(http://lastbench.me/) to (https://lastbench.me/) version using 301 permanent 
redirection methods. 


https://lastbench.me/ 1.05 seconds 


http://lastbench.me/ 200 200 0 0.77 seconds 


We also noticed that your website is running with (WWW and Non-WWW) versions as you 
see below. So, we suggest you to redirect https://www.lastbench.me/ to main version 
https://lastbench.me/ of the website using 301 permanent redirection methods. 


https://lastbench.me 3.96 seconds 


https://www.lastbench.me 200 200 o 4.63 seconds 


Your inner pages are running with (Slash and without Slash) versions as you see below. 
So, we suggest you to redirect (https://lastbench.me/services.php/) to 
(https://lastbench.me/services.php) of the website using 301 permanent redirection 
methods. 


https://lastbench.me/services.php 2.04 seconds 


https://lastbench.me/services.php/ 200 200 o 2.07 seconds 


We noticed that following version of website used 302 temporary redirection method 
with main website version that is not good from SEO point of view. So, we suggest you to 
redirect these versions to main home page (https://www.flawless-wedding.de/) of the 
website using 301 permanent redirection method. 

URL: http://www.flawless-wedding.de/ 


Request URL Status codes 
http://www. flawless-wedding.de/ 
https://www.flawless-wedding.de/ 


We noticed that your website is running with following versions. So, we suggest you to 
redirect these versions to main version https://losmagz.com/ of the website using 301 
permanent redirection methods. 

URLs: 

http://www.losmagz.com/ 

http://losmagz.com/ 

https://www.losmagz.com/ 

https://losmagz.com/index.php 


Request URL Status codes V Redirects 


> http://www.losmagz.com/ 


> https://www.losmagz.com/ 


a 
> http://losmagz.com/ 0 
| 200 | 


> https://losmagz.com/index.php 0 


We didn't find any custom page created for displaying the “404 not found” error. At 
present when someone tries to open a page with a misspelled word such as 
https://qaulitydoors.co.za/sdhser or anything else, the page is automatically redirecting 
to the default 404 error page using instead of a custom 404 Error page. We recommend 
you create a new page displaying a 404 not found error so the user can see that page when 
they try to open some page that is not available. 


Case Sensitive Issue 


We inform you that, when we analyzing your website, we noticed that your website inner 
pages running with multiple versions using case sensitivity (small and capital). This type of 
instances generates the canonicalization on the website. For example, a page running with 
“https://www.digisuntech.com/service_detail/ecommerce-digital-marketing-services” is also 
running with following multiple versions. 


Solution: To resolve this issue we suggest you to redirect the all these types of pages on 
their main (https://www.digisuntech.com/service_detail/ecommerce-digital-marketing- 
services) URL’s using 301 permanent redirection methods either control with suitable 
canonical tags. 


Page URL - https://www.digisuntech.com/service_detail/Ecommerce-Digital-Marketing- 
Services 

Suggested Canonical - <link rel="canonical" 
href="https://www.digisuntech.com/service_detail/ecommerce-digital-marketing- 
services" /> 

Page URL - https://www.digisuntech.com/service_detail/ECOMMERCE-DIGITAL-MARKETING- 
SERVICES 

Suggested Canonical - <link rel="canonical" 
href="https://www.digisuntech.com/service_detail/ecommerce-digital-marketing- 
services" /> 

Page URL - https://www.digisuntech.com/service_detail/eCommeRce-DigiTal-MarKeTing- 
Services 

Suggested Canonical - <link rel="canonical" 
href="https://www.digisuntech.com/service_detail/ecommerce-digital-marketing- 
services" /> 

Page URL - https://losmagz.com/ 

Suggested Canonical - <link rel="canonical" href="https://losmagz.com/" /> 


Note: If other pages have same issue, please do as per the above given suggestions. 


Website XML Site Map Optimization 


We noticed that there are two sitemaps are running in your website 
(https://nayble.co.uk/sitemap.xml and 
https://decoraspace.com/sitemap_index.xml). It is not good from SEO point of view. 
So, we suggest you to remove https://nayble.co.uk/sitemap.xml and keep another 
sitemap file https://nayble.co.uk/sitemap_index.xml 


Optimized sitemap.xml file found in the website. We need to remove following URL from 
the existing sitemap- 


@ We didn’t find Sitemap.xml file in your website. It is not good from SEO point of view. So, 
we have created Optimized Sitemap for your website. We recommend you to add it to root 
directory of the website. 


@ Sitemap.xml file found, but it is not optimized. We need to remove the following links from 
the existing sitemap. 


https://safemode.com.au/avada_portfolio-sitemap.xml 
https://safemode.com.au/author-sitemap.xml 
https://safemode.com.au/element_category-sitemap.xml 
https://safemode.com.au/slide-page-sitemap.xml 
https://safemode.com.au/faq_category-sitemap.xml 
https://safemode.com.au/portfolio_skills-sitemap.xml 
https://safemode.com.au/portfolio_category-sitemap.xml 
https://safemode.com.au/forum-sitemap.xml 
https://safemode.com.au/attachment-sitemap.xml 
https://safemode.com.au/topic-sitemap.xml 
https://safemode.com.au/reply-sitemap.xml 
https://safemode.com.au/tribe_events-sitemap.xml 
https://safemode.com.au/avada_faq-sitemap.xml 


@ Sitemap.xml file found, but it is not optimized. We need to Put Noindex on these pages. 
There are many such blog pages running. Put Noindex on these pages. 


@ Optimized sitemap.xml file found in your website. It is good from search engine point of 
view. 


sitemap_index.xml 
wp-sitemap.xml 
sitemap.xml 


@ We have found default generated (https://www.caringforparent.com/wp- 
sitemap.xml) sitemap.xml file in your website that is not good from search engine point of 
view. So, we have created optimized static sitemap.xml file for your website. We 
recommend you to add it to root directory of the website. 

Moti If possible, kindly create dynamic sitemap file and upload it on your website root 
folder. Because dynamic sitemap file help to update newly created web pages 
automatically itself. 


Optimized robots.txt file found in your website. It is good from search engine point of view. 
Sitemap.xml file found in the website. But it’s not optimized because some target pages 
are not found in it, so we have created an optimized sitemap file, please find attached and 
upload it on root folder of the website. 

Note: If possible, kindly create dynamic sitemap file and upload it on your website root 
folder. Because dynamic sitemap file helps to update newly created web pages 
automatically itself. 


@ Note: While we analyzed sitemap file, we found dummy page “Hello World” in your 
website. kindly remove it from the website. 
https://thevoipguru.com/hello-world/ 


@ While we analyzed the sitemap file, we found that one of the sitemap pages not working as 


it is asking for troubleshooting. So, we suggest you refresh the sitemap file. Please have a 
look here : 


https://onphospitals.com/page-sitemap.xml 


Site Security Check 


@ We didn’t find the any kind of security issue on your website. It’s good from SEO point of 
view. 


+ https://biogency.com.au 


© No Malware Found © Site is not Blacklisted 
Our scanner didn't detect a alware 9 Blacklists checked 


IP address: 50.87.232.245 CMS: WordPress 5.9 
E ittps://biogency.com.au/ Hosting: BlueHost Powered by: Unknown 


Low Security Risk 


@ We found the of a security issue on your website. It’s not good from SEO point of view. So 
we suggest you to check this issue and resolve it as soon as possible. 


Note: We inform you that while we analyzing your website, we noticed that page loaded 
speed of the website is high. It is not good from SEO point of view and from user 


experience point of view. So we suggest you to check your server space and resolve this 
issue. 


https://gtmetrix.com/reports/biogency.com.au/IAC5IBOd/ 


Latest Performance Report for: 


SE https://biogency.com.au/ 
Bes Report generated 
Test Server Location: It 
GTmetrix Grade * Web Vitals * 


E Performance ? Structure ? Largest Contentful Paint ? Total Blocking Time # Cumulative Layout Shift 


44% 82% 4.6s 139ms 0.84 


